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INFO OCT-OI VA-OI ISO-00 SSO-00 /002W 
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TO SECSTATE WASHDC 3333 
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E.O. 1 1652: N/A 
TAGS: CEED 

SUBJECT: DIALYSIS EQUIPMENT FOR VETERAN 
REE: STATE 051050 

ELISABETH-HOSPITAL PREPARED TO GIVE DIALYSIS TO VETERAN 
DESPITE ASTRALIA ANTIGEN POSITIVE. PRECISE RESERVATIONS 
HAVE TO BE MADE NOW. PLEASE CLARIFY IF TREATMENT IS 
REQUIRED TWICE EACH WEEK OR EVERY SECOND WEEK. HOSPITAL 
ALSO NEEDS IN ADVANCE FULL ADDRESS AND REPORT OF TREATING 
HOSPITAL WITH HISTORY, DETAILS OF PRESENT TREATMENT AND 
LATEST CHEMICAL LABORATORY TEST, ESPECIALLY SMA I AND II. 
PREPARATORY WORK HAS TO START SOONEST SO THAT POSSIBLE 
QUERIES BY LOCAL HOSPITAL CAN BE SETTLED BEEORE VETERAN 
ARRIVES. 

YOU ARE WELCOME TO MAIL ABOVE TO THIS OFEICE TOGETHER WITH 
VAH'S AUTHORIZATION FOR OUTPATIENT MEDICAL SERVICES, TO 
PROTECT CONGEN THAT HIGH COSTS EOR THIS TREATMENT ARE 
COVERED AND IN THE EVENT REQUEST FOR TREATMENT IS 
CANCELLED. BROGAN 
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